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1, FIRST FLIGHT TODAY COMPLETED SATISFACTORILY TOTAL TIME IN 
THE AIR WAS 1 HOUR AND i2 MINUTES * SECOND FLIGHT WAS CANCELLED 
DUE TO PILOT ILLNESS o AIRCRAFT WAS READY TO GO FOR SECOND RIGHT* 

2 * TAKE OFF MADE WITH WATER INJECTION AT 77*300 LBS * BROKE 
GROUND BETWEEN 5000 - AND 6000 FEET FOLLOWED BY RAPID CLIMB OUT « 
SCHEDULED ALTITUDE WAS 40*000 FEET AND SCHEDULED MAXIMUM SPEED 
540 KNOTS INDICATED * ACT UAL SPEED REACHED WAS MACH 1 ®i AT 
40,000 FEET* THE AIRCRAFT WAS CHECKED THROUGHOUT THE TRANSONIC 
RANGE AND PERFORMED BEAUT XFULLY® IN LOW SUBSONIC XT WAS EXCELLENT® 
GROSS EVALUATION OF SINGLE ENGINE PERFORMANCE WAS MADE AT ALTITUDES 
FROM 7000 TO 30*000 FEET® SINGLE ENGINE RATES OF CLIMB 
MEASURED UP TO 700 FPM* THE AIRCRAFT GAVE INDICATION OF FlEL 
VENTING PROBLEMS BUT IT Is FELT THAT THIS IS DUE TO INSTRUMENT AT ION 
ERROR AND NOT THE VENTS® THE CENTER OF GRAVITY WAS ONE PERCENT 
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DIRECTIONS COUPLING) WAS CHECKED, 



SPEED REGIMES TESTED © 

5o TORE ARE THREE FLIGHTS SCHEDULED FC® TIE SO AY MORNING 
S NAT® THE FIRST AT §7§§ HOURS » 

s 

6® THE mm OPERATIONS WAS WERT SMOOTH AND THI^S ARE 
✓ 

BEGINNING TO LOOK WERT ROUT XNE« 

END OF fESSAGE 










